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UNCLASSIFIED 

PAGE 01 BAGHDA 00361 161044Z 

41 

ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-07 EUR-12 CIAE-00 INR-07 NSAE-00 L-03 

/040 W 

028320 

R 160939Z MAR 76 
FM USINT BAGHDAD 
TO AMCONSUL FRANKFURT 
INFO SECSTATE WASHDC 2964 
USDOC WASHDC 

UNCLAS BAGHDAD 0361 

E.O. 11652: N/A 
TAGS: BEXP, BFOL, IZ 

SUB J : TAIMOR MECHANICAL ELECTRICAL GENERAL CONTRACTOR 

REF: (A) FRANKFURT 425, (B) BAGHDAD 138, (C) USDOC 912, 

(D) FRANKFURT 934 

1 . AFTER SEVERAL DAYS OF SEARCH AND ENQUIRIES BY USINT STAFF, 

IT APPEARS THAT NO COMPANY BY THE NAME OF TAIMOR MECHANICAL 
ELECTRICAL GENERAL CONTRACTOR IS KNOWN AT ADDRESS GIVEN IN 
REF (D) NOR IS ANYONE BY THE NAME OF ELEYA DE KELAITA KNOWN 
TO FIRMS OPERATING FROM NASHAT ORFALI BUILDING. TELEPHONE 
NUMBER GIVEN IN REF (D) BELONGS TO MINISTRY OF INTERIOR, 
DIRECTORATE GENERAL OF RETIRED POLICEMEN. 

2. USINT SEES NO RPT NO UTILITY OR NECESSITY TO DEAL WITH 

MR. KELAITA. IN MOST CASES FOREIGN BIDDERS MUST PURCHASE OWN 
COPIES OF DOCUMENTS IN ORDER TO MAKE VALID BID. BELIEVE. AT 
MINIMUM. FRANKFURT SHOULD INSIST ON SEEING PROOF THAT 
KELAITA IS REGISTERED, TAX-PAYING COMMISSION AGENT. 

IF HE IS NOTIF ANY US FIRM DEALING THROUGH HIM IS SUBJECT 
TO BEING BLACKLISTED BY ALL GOVERNMENT PURCHASING AGENTS 
IN IRAQ. 

WILEY 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 16 MAR 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976BAGHDA00361 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760098-0891 
From: BAGHDAD 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760358/aaaabyxc.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 76 FRANKFURT 425, 76 BAGHDAD 138 

Review Action: RELEASED, APPROVED 

Review Authority: wolfsd 

Review Comment: n/a 

Review Content Flags: 

Review Date: 06 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06 JUL 2004 by vandyklo; APPROVED <30 AUG 2004 by wolfsd> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: TAIMOR MECHANICAL ELECTRICAL GENERAL CONTRACTOR 
TAGS: BEXP, BFOL, IZ 
To: FRANKFURT 
Type: TE 
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